CENT 83-52

Section 104(a) Citation Wos. 2076408, 2076411, and
2076412, were all issued on May 17, 1983, and each cites
a violation of 30 CFR 77.410.  The conditions or practices
cited are as follows:

2076408.  The Caterpillar 980-C
Frontend loader operating at Pit
001-1, cleaning coal was not equipped
with an automatic warning device
that would give an audible alarm when
such equipment was put in reverse.
No persons on foot in the area at
the time this violation was observed.

2076411.  The 510-B, PM Grader operating
at Pit 001-0 cleaning coal was not
equipped with an automatic warning
device that would give an audible alarm
when such equipment was put in reverse.
No persons on foot in the area at the
time this violation was observed.

2076412.  The Caterpillar 988-B Front-
end loader operating at Pit 001-0 (loading
rear dump trucks) was not equipped with

an automatic warning device that would
give an audible alarm when such equipment
was put in reverse.  No persons on foot
in the area at the time this violation
was observed.

Section 104 (a) Citation No. 2076409, May 17, 1983, cites
a violation of 30 CFR 77.1605(d), and the condition or practice
is as follows:

The Caterpillar 980-C operating in
pit 001-0, cleaning coal was not pro-
vided with an audible warning device
(horn) in operating condition.  No
persons on foot in the area at the time
this violation was observed.

Section 104(a) Citation No. 2076410, May 17, 1983, cites
a violation of 30 CFR 77.1110, and the condition or practice
is as follows:

The fire extinguisher on the 510-B PM
Grader operating at Pit 001-0 cleaning
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, four frontend loaders,
